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Module 5-1

Lesson Topic 5-1-2

42.  (Continued)

Each major unit has the performance tests
and alignment procedures combined so that
each abnormal indication may be corrected.
Refer to the Performance Tests and Align-
ment Procedure in the HIM and complete
the following statements.

Which paragraph describes the performance
tests and alignment procedure for the:

a.   Synchronizer unit _________________.

b.  Display-indicator________________.

c.  Transmitter section

a. 4- 30

b. 4-33

c. 4-36

43.  When  aligning the synchronizer, you check
the Range Marks.  The 2-20 Range Control is
fully CW, and the Range Switch is set at
2-20/1.

a.  at A3A3 TBl-7 you have 250 microse-
conds.  This is a normal/abnormal
indication.        (circle one)

b.   at A3A3 TB1-1  you have 14.48 micro-
seconds.  This is a normal/abnormal
condition.                             (circle one)

53cations Table" provides a listing of
